FIRST  PRESBYTERIAN  CHURCH,  Wilmington,  N.  C,  lo- 
cated at  Third  and  Oronge  Sts.  on  the  site  of  the.  original 
First  Presbyterian  Church  which  was  founded  in  1760. 
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